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L Novenber 1956 


Barbe 


Tn addition to the emergeney spare parts and fittings 
recently requested by Marry, I am now in receipt of a second 
request from Harry for certain additional itens which sonsti< 
tute 180 daya support for one System No, 1 being operated 
approximately 100 hours per month. fhe Mist of such items is 
attached hereto. TI would anereciate your review of such Iieting 
to determine whether such items can be furnished to Sarr: in the 
near future, I am sending a copy of thie letter and listing to 
DEE since it is probable that the Project ware~- 
house stocks may be aufficiently fat to allow diversion of sone 
or all of these items to Harry's requirements with replenishment 
by He on a more lelaurely time scale and perhaps ag a part of 
subsequent FCG spare parts procurement and Project replenishment 
preeurement. 


I trust that you will detail someone to discuss Marry's 
requirements wit. and advise ma accordingly. Should 
you decide that F r procure and furnish certein of these 

itema, it is requested timt your accounting system secgrecate 

and reflect this cost so t-at I may be in « pesition to advise 

Harry as to what funds he needs te transfer to ne. fF 25X1A 
furnished items, of course, would nou be of any concem to you 
accounting wise. 


Tharika , 


eerge 


ATTACHEEDT 
Li eting 


SA/PC/DCL:GK:pf (11/1/56) 


Approved For Release 2ddnie : CIA-RDP81BQQ878R001400040162-9 


Meintenance 
ts BRUSHKS, Capatan Motor pee - = 
oa tie tacoad connector gesembly § MP-63003 2 ea. 
7” CAPACKTGR, 1 MPD, 150 V, G.E. TAN. — MP-30002 6 ea. 
5. Aeron, 200 DPD, 50 V, G.E. TAN. MP0 30004. 2M. 
Oo 
Gs hee 4 MrD, 250 Vv, GE, TAN. Np 30003 2 6@. 
29F 447 r ee 
* CAPACITOR, 2 MPD, 100 V, G.B. Tau, P3000! ; 
a CAPACITOR, 6 MD, 40 ¥, Mellory ¥P-+30006 * 
9, CAPACITOR, 20 MPD, 1OV, Mallory — ogee : ~ 
10. CAPACITOR, 25 MPD, 180 V, Mallory OOO 
aoran ASSEMBLY, complete NP x3.0050 1 ea. 
ta. GOMMJTATOR AND RESISTOR BLOOK Mp-10129 si. ea. 
ASSEMBLI 
13, CONRECTOR, Coaxial Assembly MP. LOLO7 : = 
EF ¥P~10081 
15. eereriis i Kc, Hil Blectric 872055 1-050) 7 bay 
cs 3 — : MP-55001 5 ea. 
17. DICGE, ees Microwave Asso~ 
states IN3 a 
is. DICE, Crystal, Microwave Asso~ MPs 5500 5 ea 
eiates MA4OS | 
19. DIONE, Crystel, Texas Instrument MP~55003 4, 6B. 
ai. Hoop AND CLAMP, ASSEMBLY Winches- MP~10160 i ea. 
ter MB A16 
a2. TRDECTOR, Hyoor 50 Mi, BML4P lperey ; - 
23. INDCTOR, Hycor 10 Mi, EMLAP OD ies 
RAs IME, Coaxkal, Microdot 3126 i. et ; = 
25. LOOP ARM, Supply Reel, complete MB=1OO : 
os § 
2b. LOOP am, Take Up Reel, complete MP410046 1 ea. 
gemb. 
27. MOTOR, Papaten Drive, w/electric MP~10106 1 ea. 
as. wren, Capsten, w/electric filter MPo10174 i oa. 
mech, filter and bracket 5 ws 
29. MOTOR, Supply Reel, and gear box 10184 : 
30, WTR, Nake up reel, and gear box MPW1OL68 i oa. 
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Maintenance 
Le MOUNT, orystal, Waveline Inc, 6160 HP-10152 1 aa. 
32. MOUNTS orystel, Waveline Inc. 920 MPaLOL5L i es. 
33 PLUG, Winchester HM{PLA MP.62001 2 ea. 
34. RECTIFIER, power, Transitron IN335 MP~55004 4 On. 
35. REEL, retainer assembly MP~LO0L2 2 Of. 
36, RESISTOR, 6.8K ohn, 3W, Sprague Mp~20002 2 @8. 
374 RESISTOR, 30 ohm, 34 MP-20003 a ea. 
38. RESISTOR, 43 ohm, 3M, Sprague Hp.-20001 A OB. 
39. HESISTOR, wire wound, 1.5K ohn, MP..20035 2 en. 
1% Hyoor . 
cor sae 
4i. eine GEAR AND REEL ASSEMBLY WP-~10025 6 ea. 
42. RING, retaining, oapeten shaft MP-101L63 5 oa. 
43 ROD, treneition angle, subassembly MP10083 1 ea. 
bbs ROMER, jem, comilete assembly MP..10193 1 ea. 
45s ROLLER, tape guide aseenbly ¥PW10013 1 ea. 
Ab. ROLLER, tape (uide, loop arm MP~10113 1 ee. 
Al ROLLER, tape guide, transition MP.10101 1 on. 
48, ROLLER, tape guide, upper transition MP~1O096 1 ea. 
49. SHIELD, tube, IERC 13-321 MP-10L57° 1 ea. 
50. SHIELD, tube, TERC T-3-322-l'F MP.10158 1 es. 
6. SPRING, capeten motor, support MPW10155 1 oa. 
bracket 
5Re SPRING, jem roller MP 10056 2 ea. 
536 SPRING, mechenicel filter, capstan NP-10189 1 ea. 
motor 
bh. SPRING, reel drive, Loading MP=1LO045 2 ee. 
55. SUPPORT, REEL, complete assembly MP-10130 1 ea. 
56. TAPE CULDE, input, subassembly MP10035 1 ea. 
58, TRANSFORMER, vibretor, mag, elect. MP~58002 iL ea. 
TPLL 
pi TRANSFORMER, pulse, mag, elect. MP~58003 1 sa, 
TWL258. 
a. TRANSLSIOR, Texas Instrument Co. 903 MP~50001 2 ea. 
él. TRANSISTOR, Texas Instrument Co. 951 MP-50002 2 ea. 
G2, TRANSITION ASSEMBLY, complete MP~1LOOL6 1 ea. 
G3. JURE, eubminiature, CEG112 MP 1.5001 6 8. 
G4. THRE, subminieture, CKOL52 MP4, 5002 10 ea. 
65. VIBRATOR, Airpex &-500-~2/, MP~-65001L i ea. 
66. WASHER, capsten sheft, keyed MP~LOL9O7 2 ea. 
67. GAPACETOR, 300 mmf, 500 V, silver- MP-30040 2 ea. 
wiea, ARCO-DM-15-E~301-J : 
og. CAPACITOR, 500 umf, 500 V, silver- MP~30036 2 ea. 
misa, ARCO-DM-15-E-501-J 
6&9. CAPACITOR, 1000 maf, silvermica, MP~30035 2 Oa. 
SRCO-CH-20~102 
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Maintenance 
Xiem Bo,  Homenclature Fart te... Susnidty 
70. CAPACITOR, 1000 mmf, tubular, MP-30045 2 ea. 
Gentralab D6-102 
maioa, ELNENCO 
Ts CAPADITOR, 6200 maf, 1%, allver- —-MP--30028 2 on. 
mica, ELMBNCO 0M-30--602-J 
3. CAPACITOR, .002 afd, 600 ¥, dtsa, ve.30021 2 en. 
enic, Erie 
The GAPACITOR, .Ol mfd, 1%, silvermica, MP=30033 2 oa. 
ELAERCO 
15. CAPACITOR, .Ol mfd, diss, ceramic, MP-30012 2 ea. 
Evie 621 
76. GAPACITOR, .Q1 mfd, 200 £, Asrovox ¢P~30019 2 en. 
type FLZJENG . ne 
TT. CAPACITOR, .02 mfd, disc, ceramic = MP~300 i 
Brie $17.02 
78. CAPACITOR, .047 mfd, 200 ¥, Asrovox MP-30034 Z ea. 
type PL232NG | 
. CAPACITOR, 10 mfd, 200 V, ssrovox MP-30030 a2 @8. 
type P123 : 
80. CAPACITOR, .1 mfd, 400 V, Hopkins = MP--30067 2 ea. 
él. seca mioro-henry, Jeffers Blec, MP~40009 4 O08. 
82. CONNECTOR, coaxiel, Microdot 3223 MP-10258 4 6. 
$3. CONBECTOR, coaxial UG-260/U MP-10256 = 
Bh CONNECTOR, TUR-2033 MP-10253 eee: 
35. PLUG, 21 pin, Winchester MREZIP-G = MP-62000 an. 
BE. RESISTOR, 3000 obma, <i, 5% Jan. MP-20059 : ea, 
37s RESISTOR, 5100 ohma, 2W,5% MP~2004D ; “6: 
ag. RESISTOR, 12 ohms, 3W, Sprague MP~20079 on, 
type 14516 
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